R [ rf Bulletin 468 B- 2 


CONVERTICAL MODEL 70 
MILLING ATTACHMENT 


PRICE LIST 
‘APRIL 1,1968 


Prices are net, F.O.B. Our plant at Chicago, Illinois. 
WE RESERVE THE RIGHT TO CHANGE PRICES WITHOUT NOTICE 


Prices immediately below include one bracket to fit overarm within range 1'4"’ to 3"" diameter. 


Motors below are 60 cycle AC. 


Accessories Included | Price 


Reversing Switch, Cord and Plug, 3/8”? Collet, 
Collet Wrench, $321.75 


Reversing Switch, Cord and Plug, 3/8” Collet 
Collet Wrench, - sic 335,00 


Reversing Switch, Cord and Plug, 3/8” Collet, 
Collet Wrench 348.25 


PRICES WITH SPECIAL MOTORS QUOTED UPON REQUEST. 


ft oot aa 
COLLETS 


Sizes 3/16?’-1/4”"-5/16”-3/87-7/16""-1/2”” Prices quoted on request. 


Other fractional, letter and number sizes, 


EXTRA BRACKETS 


Micrometer size of overarm must be furnished to insure proper bore. each $26.50 


ADAPTERS 


Overarms 3-1/16’’ to 5’’ require adapter bored to microme- 
ter size. Adapter has 2’’ diameter stud for mounting head. 


each $31,00 
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